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NARA RG104, Entry 1, Box 148 


[Abstract:] Sends $50 Gold piece to have tested... 
1939 

The Holyoke National Bank 

Holyoke, Mass. 

October 18, 1887 


Mer. U.S. Mint 
Philadelphia, Pa. 


Sir: - 


Enclosed please find a $5 gold piece date 1836, which lacks the natural ring. If genuine, 
please send me another piece and also inform me why it does not ring when tested. 


Yours Respy. 
J.E. Sawyer, Teller 
Holyoke Nat’1]. Bank 


